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Barbara K. Zedler (E-mail 2); Bettie L. Nelson (E-mail); Candace R. Adams (E-mail); Hans- 
Juergen Roethig (E-mail); Jan Oey (E-mail); Mohamadi Sarkar (E-mail); Robin D. Kinser (E- 
mail); Shixia Feng (E-mail); Valerie A. King (E-mail) 

Schultz, Jill 

Call Center Information/Performance Markers/Harrogate Sample Anal ysis Tracking Sheet 


Performance PM Sample Analysis 
Markers a.xls (37 ... Tracking -... 

Attached is the call center information. I have also corrected 

the 

performance marker table and Harrogate sample analysis tracking sheet so the 
nos, match. 

Please let me know if you have any questions. 

Regards, 

Jill M. Schultz 
Project Manager 
Covance Laboratories Inc. 

608-310-8227 (phonel 
608-242-7971 (fax) 

608-332-7230 (cell) 
jill.schultz@covance.com 

•(■^Performance Markers a.xls» <<PM Sample Analysis Tracking - 
Harrogate,xls>> 



From: 

Sent: 

To: 


Cc: 

Subject: 



Confidentiality Notice: This e-mail transmission 
may contain confidential or legally privileged 
information that is intended only for the individual 
or entity named in the e-mail address. If you are not 
the intended recipient, you are hereby notified that 
any disclosure, copying, distribution, or reliance 
upon the contents of this e-mail is strictly prohibited. 

If you have received this e-mail transmission in error, 
please reply to the sender, so that we can arrange 
for proper delivery, and then please delete the message 
from your inbox. Thank you. 
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